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CONFIDENTIAL PARIS 24582 

US OECD 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJ: U.S. ASSEMBLY AND TEST EQUIPMENT FOR SEMI-CON- 
DUCTORS TO HUNGARY 

REF: COCOM DOC. (78) 594 

1 . GERMAN DEL HAS ASKED THE FOLLOWING RESERVE QUESTION 
ON THE SUBJECT U.S. URGENCY CASE: "HOW CAN THE U.S. 

AUTHORITIES BE ASSURED THAT THE TESTING EQUIPMENT CAN 
NOT BE USED TO TEST MILITARY-USE IC'S IN CERAMIC PACK- 
AGES WHICH HAVE IDENTICAL CONNECTION DEVICES AND 
IDENTICALLY SHAPED CASING?" 

2. ACTION REQUESTED: RESPONSE TO GERMAN QUESTION. 
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